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9:00   Switch Reluctance Motor Drive for HVAC

Dr. Mehrdad Ehsani, Ehsani & Associates,
Bryan, TX

9:30   Electronic Control for Thermostatic
Expansion Valves

Joseph Marsala, North Chelmsford, MA

10:00   Brushless Magnetic Motors

Dr. Mehrdad Ehsani, Ehsani & Associates,
Bryan, TX

10:30   Series (Two-Wire) V-Controller for Lighting

EM Talbott, Varigas Research, Inc.,
Lutherville, MD

11:00   Wicks Efficient Fuel Utilization System

Dr. Frank Wicks, Schenectady, NYsa D   Check or money order enclosed for
